To:  Hayes,  Mark[hayes. mark@epa.gov] 

From:  Latham,  Benjamin 

Sent:  Thur  8/13/2015  10:01:23  PM 

Subject:  RE:  Gold  King  Mine-Maps 

SampleLocations  AII3.pdf 
DWSampleLocations  All.pdf 


Sample  Locations  A113.pdf  is  the  surface  water  and  sediment  location  map 
DWSampleLocations.pdf  is  the  drinking  water  locations  map 


Benjamin  J.  Latham 
Weston  Solutions,  Inc. 

3900  Dallas  Parkway 
Suite  175 
Plano,  TX  75093 

B Xatham@WestonSolutions.com 
972-213-6618  Cell 
469-666-5517  Office 
469-666-5540  Fax 


From:  Hayes,  Mark  [mailto:hayes.mark@epa.gov] 
Sent:  Thursday,  August  13,  2015  4:57  PM 
To:  Latham,  Benjamin 
Subject:  Gold  King  Mine-Maps 


Ben, 


Can  you  send  me  well,  surface  water,  and  sediment  maps? 


4002802 


ED  000552E  00005460-00001 


Mark  Hayes 

On-Scene  Coordinator 

US  Environmental  Protection  Agency  Region  6 
Superfund  Division  (6SF-PR) 

1445  Ross  Ave.  Ste  1200 
Dallas,  TX  75202 
O:  214-665-2705 
M:  214-232-7134 
F:  214-665-7447 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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